Attachment D to December 1, 1998 annual report of Nicotine Yield Rating Information 
submitted by Philip Morris Incorporated to the Massachusetts Department of Public Health 

ADDITIONAL BRAND STYLES TESTED 

♦ Benson & Hedges 100s Menthol Filter Soft Pack 

♦ Benson & Hedges Lights 100s Menthol Filter Soft Pack 

♦ Benson & Hedges Deluxe Ultra Lights 100s Filter Hard Pack 

♦ Merit 100s Filter Soft Pack 

♦ Merit Ultra Lights 100s Filter Soft Pack 

♦ Merit Ultima 100s Filter Soft Pack 

♦ Virginia Slims 100s Filter Soft Pack 

♦ Virginia Slims Lights 100s Filter Hard Pack 

♦ Virginia Slims Ultra Lights 100s Filter Hard Pack 
4 Parliament Lights King Filter Hard Pack 
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Source: https://www.industrydocuments.ucsf.edu/docs/ppbl0001 



